Removal 


1 Remove glove box (68—140). 


2 Unscrew double contact relay (18) from holder 
on evaporator housing and pull off electrical plug. 
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Installation 


3 Mount electrical plug on double contact relay (18) 
and screw relay to holder. 


4 Install glove box (68—140). 
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